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STOCKTON STREET EFFECTIVE DATES 12/15/66 

MARLBORO LIGHTS KS MENTHOL SP - MENTHOLATED FOIL STANDARD PRODUCTION 

BRAND CODE-1580 (STD)(PR) PRELIMINARY SPEC* 


MACHINE TYPE 

4 

KDF-2 


FILTER ROD LENGTH 

4 

ioe*o 

HM 

FILTER CIRCUMFERENCE 

i 

24.45 

MM (LASER) 

NUMBER UP 

4 

4 


PLUG LENGTH 

* 

27*0 

MM 

ROD R * T * D♦ 

4 

4 

14*00 IN* 

. H2Q (TOTAL ENCAP) 

PLUG R*T*B* 

* 

4 

3,50 IN* 

; H20 



Uj/^ofUL- ■ 


PLASTICIZER 

T 


■ 05-836-A—' 

APPLICATION PERCENT 

4 

4 

X OF DRY WEIGHT 

APPLICATION WEIGHT 

4 

4 

("If -5*88" GRAMS / 100 

RODS 

FILTER TOM 

4 

FT-333 t10(EASTMAN) 

05-333-E 


4 

FT-333 #10(CELANESE5 

05-333-C 

DENIER PER FILAMENT 

t 

3,9 


TOTAL DENIER 

* 

35,000 


CROSS SECTION 

5 

i 10 


PLUG WRAP 

4 

26*25MM X 4500M DEXTER 4500 

06-276-h 

ANCHOR ADHESIVE 

4 

UPACO 6732 B 

GLUE AFP, FOR ANCH* A! 

3H! 

SINGLE glue line 

61-42S-A ^ 

LAP ADHESIVE 

i 

FULLER HM 8229CH 

DRY HEIGHT 

4 

6?,18 GRAMS / 100 

ROBS 

DRY WEIGHT W GLUE 

♦ 

69,42 GRAMS / 100 

RODS 

WET WEIGHT W BLUE 

* 

#*{,5$ GRAMS / 100 

RODS 

COMMENTS 

4 



REASON FOR CHANGE 

4 

♦ 

SAMPLE PRODUCTION GNLY * 



PREPARED BY 


: S*M, HAYWOOD 


BATES 12/15/86 PRINTED; 12/15/86 9147!1? 


APPROVED BY! __ ORIGINAL SPECIFICATION 

Source: https://www.industrydocuments.ucsf.edu/docs/nsvy0004 
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